SAINT  PAUL'S  CHAPEL,  Trinity  Parish  in  the  City 
of  New  York. 

This  heroic  size,  American  Primitive  oak  statue  of 
Saint  Paul  stands  in  a  niche  above  the  Broadway 
portico.  Tradition  says  it  was  carved,  probably,  by 
the  sculptor  of  the  fkst  figurehead  of  the  Frigate 
Constitution. 


